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MEMORANDUM FOR: CORONA Section/OD/OSA 


SUBJECT: laformation Relative te Most Recent 
Target Display for COROMA Charts” 


A 
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1. All of the targets displa — 
— —— — 


2. The emphasis for target selection and decisica- — 
making should be given te these targets euper- —— 
imposed on a red er green det. _ 


3. The green dots representing known ICBM sites — 
= oe larger red dots representing targets of — 
critical interest are all to be covered coa- oes 
tinuing basis. — see 

4. The smaller red dets are of immediate importance — 
and although repeat coverage is presently desired, 
they are subject to dowagrading or deletion in the 


future, 
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SIGNED 2s 


elligence OSA 





Declassified and Released by the NRO 
In Accordance with £. O. 1295¢ 


on__ NOV 26 1957 





